From: Rosas, Giovanni (DPH) 

Sent: Tuesday, May 17, 2011 2:37 PM 

To: Anderson, Beverly (DPH); Belanger, Peter (DPH); Bird, Ciranna (DPH); Brown, Catherine 

(DPH); Buckley, Donald (DPH); Caley; Caloggero, Dina (DPH); Carter, Deborah (DPH); 
Cheng, Gloria (DPH); Church, Daniel (DPH); Clark, Mary (DPH); Conley, Caryn (DPH); 
Connolly, Lawrence; Coulombe, Tom (DPH); Crawford, Roberta (DPH); Crowell, 

Danielle (DPH); DeMaria, Alfred (DPH); DiNatale, Margaret (DPH); Doan, Kimberly 
(DPH); Elvin, Paul (DPH); Evans, Kerry (DPH); Feeney, Mike (DPH); Gauthier, Cheryl 
(DPH); Gillis, John (DPH); Gordon, Gideon; Greer, Garry (DPH); Hall, Joshua (DPH); Han, 
Linda (DPH); Hastings, Rebecca (DPH); Hennigan, Scott (DPH); Hussin, Ayman (DPH); 
Jenner, Jennifer (DPH); Joshi, Archana (DPH); KaneOl, Peter (DPH); Kludt, Patricia 
(DPH); Konomi, Raimond (DPH); Koszalka, Sue (DPH); Krumholz, Glenn (DPH); LeClair, 
Erika (DPH); Madoff, Larry (DPH); Nassif, Julianne (DPH); Noddin, Linwood (DPH); 
Orsini, Olivia (DPH); Riggs, Ambryice (DPH); Salemi, Charles (DPH); Servizio, Paul 
(DPH); Smole, Sandra (DPH); Stiles, Tracy (DPH); Stone, Samantha (DPH); Swanson, 
Tanya (DPH); Szymczak, Elizabeth (DPH); Corbett, Kate (DPH); Feiden, Stacey (DPH); 
Frasca, Daniela (DPH); Glazer, Lisa (DPH); Khan, Annie (DPH); Lawler, Michael (DPH); 
Medina, Nicole (DPH); O'Brien, Elisabeth (DPH); Phillips, Gloria (DPH); Piro, Peter 
(DPH); Renczkowski, Daniel (DPH); Saunders, Della (DPH); Sprague, Shirley (DPH); Tan, 
Zhi (DPH); Tran, Mai (DPH); Zanolli, Janice (DPH); Clemmer, Jill (DPH); Gu, Jane X. 
(DPH); Hannon, Bruce (DPH); Alfonso, Felipe (DPH); Daly, Paul (DPH); Hunt, Thuy 
(DPH); Jacobsen, Patricia (DPH); Katuramu, Patrick (DPH); Ogbue, Ngozi (DPH); Poe, 
Michael (DPH); Rubin, Alan (DPH); Stallings, Sheila (DPH); Tan, Amy (DPH) 

Subject: Teleconference reminder 

Good afternoon 

This is just a friendly reminder about next weeks webinar. Wednesday May 25 from 1-2pm. 

Module 4 of the Liquid Chromatography Series: Practical Method Development Part 1 in the auditorium 
at 1pm. 

Thank you 


Giovanni Rosas 
Administrative Assistant 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street, Boston MA 02130 
Phone: 617-983-6689 
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